Additional ERRATA m V art l. to the print- 
ed Electrical Papers. By B. Franklin. 

P AGE 38,. line 2, read, reprefented by A and B, 

Fig. 6 . 

Page 40, line 7. r. repiilfion. 

Page 65, 1 . 19. r. Aqua Regia. 

Page 70, 1 . 6. r. rubbed. 

Fig. VI. in the plate, wants the referring letters A, B, 
C, D. In the copy that Fig. was mentioned as a profile 
of a piece of water, the little circles reprefenting particles. 
The two upper circles were mark’d A and B, and two 
others in the under line or row C and D. A s it Hand 
jTis wholly unintelligible. 

Page 73, 1 . 17. r. air. 

Page 74, 1 . 7. r. electrical. 

Page 8 1, 1 . 3. place a comma at conduit, and dele com- 
ma at floor. 

Page 85. 1 . 5. r. difcharged . line 13. r. p. 24, 

Page 86, 1 . 20. r. after one , 
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To which are added 

A Paper on the fame Subje& by J. Canton , M. A. F. R. S, and read at 
the Royal Society Dec . 6, 1753 ; and another in defence of Mr Franklin 
again# the Abbe Nollet, by Mr D. Golden , of New York. 
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